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IV. PENALTY.
Any person violating any of the above rules or regulations shall, upon
conviction, be punished as provided in Section 32-17, Code of Laws of
South Carolina, 1952. (This section provides that any one failing to com-
ply with any of the rules or regulations of the Executive Committee of
the State Board of Health shall, upon conviction, be fined not to exceed
$100.00 or imprisoned not to exceed thirty days.)
Design, Construction and Operation of Swimming Pools
(Filed in the office of the Secretary of State May 3, 1960)
Minimum standards as given herewith shall apply to all public or semi-
public swimming pools, under all categories of usage, excepting as spe-
cifically noted under subsequent headings.
DEFINITIONS.
All artificially constructed swimming pools other than residential pools,
wading pools and spray pools, as herein defined, shall be deemed to be
public pools. These latter types of pools shall be subject to the minimum
standards contained in paragraph 22, when built for public use.
1. Residential pools which are excepted herein shall be defined as any
privately-owned pool which is built in connection with single-family resi-
dence, the use of which shall be confined to the family of each house-
holder and his private guests.
2. Public Swimming Pools: For purposes of Regulations, public and
semi-public swimming pools shall be defined as listed in the following
categories, based upon specific characteristics of size, usage and other
factors:
Type "A" Any municipal, community, school, country club, athletic club
or swimming club pool or pool for other similar usage and
type.
Type "B" Large hotels of more than 100 units, with pools having a
water surface area in excess of 1,600 square feet.
Type "C" Motels and apartments, multiple housing units, small hotels
of less than 100 units, not open to the general public and with
pools having a water surface area of less than 1,600 square
feet.
Type "D" Treatment pools, therapeutic pools and special pools for water
therapy.
Type "E" Indoor pools.
Exceptions: The above categories shall be the basis for certain specific
variations from the Regulations for public swimming pools
as a whole.
3. Natural Bathing Places: Includes all streams, rivers, lakes, and tidal
waters used for swimming or recreational bathing.
4. Wading Pool: A wading pool shall normally be a small pool for
non-swimming children only, used only for wading and shall have a max-
imum depth at the deepest part not greater than 24 inches.
5. Spray Pools: Artificial pools into which water is sprayed but not
allowed to pond.


